To:  Ostrander,  David[Ostrander.David@epa.gov] 

Cc:  Ruhl,  Christopher[Ruhl. Christopher@epa.gov];  Foster,  Aithea[Foster.Aithea@epa.gov]; 

Webster,  Susan[webster. susan@epa.gov] 

From:  Crossland,  Ronnie 

Sent:  Tue  8/11/2015  1:15:38  PM 

Subject:  Drinking  Water  Systems 


David 

Is  Durango  the  only  system  impacted?  Do  they  have  capacity  issues?  If  so,  how  are  yall  addressing  it? 
Ronnie 

Sent  from  my  iPhone 


1784357 
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